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-8503070206  Insp Rept 50-309/84-27 on 841217-850125.No violation  noted.Major areas  inspected:control  room.accessible  plant  structures.piant  operations.physical
of   Director.    85/02/28.    11pp.
.
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8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN F.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
.'GrlCAN E.I. Division of Emergency Preparedness & Engineering Response (Post 8SJT31 85OS 3'-. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503110342 Application for Proposed Change 108 to amend License DPR-36, revising Tech Specs to provide more extensive insp of steam generator tubes in areas where degradation expected w/normal sampling of remainder of tubes.Fee paid. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 85/03/05. Office of Nuclear Reactor Regulation, Director. 2pp. 29290:019-29290:024.
-8503110346 Proposed Tech Specs.providing for more extensive insp of steam generator tubes in areas where degradation expected w/normal sampling of remainder of tubes.
*  Maine Yankee Atomic Power Co. 85/03/05. 4pp. 29290:021-29290:024.
8503210012 Forwards safety evaluation granting relief from inservice insp program for second 120-month interval requirements.per 840411 submitted. MILLER.J.R. Operating Reactors Branch 3. 85/03/05. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 2pp. 29480:150-29480:157.
-8503210016 Safety evaluation re 840411 inservice insp program for second 120-month interval.Relief granted from exam requirements determined impractical to perform.
*   Office   of  Nuclear   Reactor  Regulation,   Director.   85/03/05.   6pp.   29480:152-29480:157.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN,E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11, Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503260284 Responds to NRC 850131 Itr re violations noted in Insp Rept 50-309/84-17.Corrective actions:proposed design improvements for post-accident effluent sampler will be implemented prior to startup from Cycle 8/9 refueling outage. WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/11. MURLEY.T.E. Region 1, Office of Director. 3pp. 29503:247-29503:249.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503190414 Forwards Insp Rept 50-309/84-26 on 841210-14 & notice of violation. MARTIN.T.T. Region 1, Office of Director. 85/03/12. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 2pp. 29407:192-29407:200.
-8503190417 Notice of violation from insp on 841210-14.
*  Region 1, Office of Director. 85/03/12. 1p. 29407:194-29407:194.
-8503190424 Insp Rept 50-309/84-26 on 841210-14.Violation noted: failure to maintain copies of documents required by certificate of compliance.
CLEMONS.P., SHANBAKY.M. Region 1, Office of Director. 85/03/08. 6pp. 29407:195-29407:200.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New YorR, Inc. 102pp. 29495:120-29495:221.
8503270024 Forwards addl info to resolve Insp Repts 50-309/84-11 & 50-309/84-15 open items re fire protection.Corrective actions:partial sprinkler sys installed.non-rated fire seismic gap filled & charging pump will be modified.
WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/20. MILLER.J.R, Operating Reactors Branch 3. 3pp. 29527:182-29527:184.
8503260420 Forwards Insp Rept 50-309/84-25 on 841127-29.NO violations noted. EBNETER.S.D. Region 1. Office of Director. 85/03/22. RANDAZA.J.B. Maine Yankee Atomic Power Co. 2pp. 29505:048-29505:054.
-8503260422 Insp Rept 50-309/84-25 on 841127-29.No violations noted. Major areas inspected:degraded grid voltage operating procedure.
PAULITZ.F., PHELAN.P., ANDERSON.C.J. Region 1, Office of Director. 85/03/15. 5pp. 29505:050-29505:054.
8503280450 Ack receipt of 850215 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-309/84-11.
EBNETER.S.D. Region 1, Office of Director. 85/03/22. RANDAZZA.J.B. Maine Yankee Atomic Power Co. 2pp. 29551:078-29551:081.
R. Periodic operating reports & related correspondence
8503200337 "Effluent & Waste Disposal Semiannual Rept,Jul-Dec 1984." W/850301 Itr. WHITTIER.G.D. Maine Yankee Atomic Power Co. 84/12/31. MURLEY.T.E. Region 1, Office of Director. 11pp. 29455:212-29455:222,
8503190158 Monthly operating rept for Jan 1985.W/850211 Itr. EMBRY.K.,   WHITTIER.G.   Maine   Yanki
29446:011-29446:017.
Atomic   Power   Co.   85/01/31.   7pp.
S. Reportable occurrences, LERs & related correspondence
8503150221 LER 84-004-01 :on 840330,gasket failed in siphon heater return line to refueling water storage tank causing radioactive water to spill onto ground & into storm drain. Gasket replaced.W/850228 Itr.
TAYLOR.J..   WHITTIER.G.   Maine   Yankee   Atomic   Power   Co.   85/02/28.   4pp. 29392:152-29392:155.
8503260237 LER 85-001-00:on 850211.valve handwheel not locked on LPSI header stop valve taken out of svc for maint.Caused by nontransference of controls & limitations sheet to repair order tagging form.W/850314 Itr.
MCGRATH.R.S., WHITTIER.G.D. Maine Yankee Atomic Power Co. 85/03/14. 3pp. 29517:189-29517:191.
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F. Security, medical, emergency & fire protection plans
8503040391 Submits update on offsite radiological emergency preparedness of State of DE.Deficiencies cited in 840830 memo re 831026 joint radiological emergency preparedness exercise remain uncorrected. KRIMM.R.W. Federal Emergency Management Agency. 85/02/25. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 29180:126-29180:127.
8503040288 Provides status update on offsite radiological emergency preparedness of State of NJ for responding to accident at facility. FEMA post-exercise assessment for 841023 full-scale exercise encl.
KRIMM.R.W. Federal Emergency Management Agency. 85/02/26. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 4pp. 29181:001-29181:151.
-8503040295 "Post-Exercise Assessrnent,841023 Exercise of Radiological Emergency Response Plans of State of NJ.Salem County & Six Localities & Cumberland County & Two Localities for Salem Nuclear Generating Station."
*  Federal Emergency Management Agency. 85/02/19. 148pp. 29181:005-29181:151.
H. General correspondence
8503290021 Advises of change in util designated corporate contact to CA McNeil). MCNEILL.CA   Public  Service  Electric  &  Gas   Co.   of  New  Jersey.   85/03/18. NORRY.P.G. Office of Administration. 1p. 29560:113-29560:113.
J. Insurance & indemnity information
8503250215 Forwards Endorsements 102,36.18 & 74 to NELIA Policies NF-164.NF-252.NF-281 & NF-230,respectively.
HOGGE.S.D. Marsh & McLennan, Inc. 85/03/15. DINITZ.I., Assistant Director for State & Licensee Relations. 5pp. 29491:065-29491:069.
P. Operating license stage documents & correspondence
8503010188 Advises that followup assessments of listed action plans will be delayed until Sept due to changes in util administration.Action plans listed w/rescheduled date. UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 85/02/21. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29163:149-29163:150.
8503060821 Forwards Amend 30 to License DPR-75 & safety evaluation. Amend revises Tech Spec Figure 3.2-2 re final acceptance criteria envelope for K(z) normalized F0(z) as function of core height.
FISCHER.D. Operating Reactors Branch 1. 85/02/22. UDERITZ.R.A. Public Service Electric & Gas Co. of New Jersey. 4pp. 29246:212-29246:222.
-8503060827 Amend 30 to License DPR-75,revising Tech Spec Figure 3.2-2 re final acceptance criteria envelope for K(z) normalized FQ(z) as function of core height. VARGA.S.A. Operating Reactors Branch 1. 85/02/22. 5pp. 29246:216-29246:220.
-8503060830 Safety evaluation supporting Amend 30 to License DPR-75.
*   Office  of  Nuclear  Reactor Regulation.   Director.   85/02/22.  2pp.  29246:221-29246:222.
8503050209 Confirms telcon justifying request for amend to Licenses DPR-70 & DPR-75 re overtemp-delta T reactor trip channel response times.based on encl Westinghouse evaluation. On'ginal Rosemount RCS temp detector replaced. LIDEN.E.A. Public Service Electric & Gas Co. of New Jersey. 85/02/25. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29213:302-29213:310.
8503050145 Forwards "Reload Safety Evaluation.Salem Nuclear Plant Unit 2,Cycle 3," in response to Core Performance Branch 850221 request,
LIDEN.E.A. Public Service Electric & Gas Co. of New Jersey. 85/02/26. VARGA.S.A. Operating Reactors Branch 1. 2pp. 29213:313-29213:333.
-8503050148 "Reload Safety Evaluation.Salem Nuclear Plant Unit 2, Cycle 3." KAPIL.S.K., WEBER.M.M., PIPLICA.A.N. Public Service Electric & Gas Co. of New Jersey. 84/11/27. 19pp. 29213:315-29213:333. that integrity of certain walls above 46 ft cannot be assured under seismic loads.Complete mods planned by 1985 refueling outage.
